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R060113Z SEP 75 
FM SECSTATE WASHDC 
TO USMISSION NATO 
AMEMBASSY BONN 

UNCLAS STATE 212334 

E.O. 11652: N/A 

TAGS: CCMS, ENRG 

SUBJECT: CCMS: RATIONAL USE OF ENERGY - INDUSTRIAL 

DATA BASE MEETING, BONN, NOVEMBER, 1975 

REF: USNATO 4800 

US ORGANIZERS REGRET ERROR IN DATES FOR SUBJECT MEETING 
BUT CONFIRM THAT NOVEMBER 3-4 ARE OF COURSE CORRECT DATES. 
HOPE THAT ERROR HAS NOT INCONVENIENCED FRG ORGANIZERS AND 
EMBASSY/MISSION. 
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